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Proposed Mashpee Water Supply Well (P11) 
Plume Contour (EDB MMCL = 0.02 pg/L) 


(EW1 ,EW7 and EW11 to be constructed) — --MMR Boundary 


Hjacobs 

FS-1 Groundwater 
Elevation Monitoring 
Locations 

Massachusetts Military Reservation 





